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MEMORANDUM FOR: 
SUBJECT : 

REFERENCE : 


Director of Finance 

Revised FY 1967 Position Ceiling 

Memo frm Director to DD/S, dtd 20 Dec 66, 
same subj 


25X9 


1. In referent memorandum the Director has established 
revised FY 1967 position ceilings for the Sup port Dir ectorate. The 
ceiling t hereby established for your Office is] - " 


2. Mr. Helms has stated that ’’ immediate action should be 
taken to elim inate or curtail those program s which wereTdentfiTed 
for such action in order to comply with the Presidential directive to 

faglilmfrM^eg.JtQji&Jufo ' ' 

He also reminds us that c omponent staffing comple ments should be 
revise d to agree with the approved ceilings, recognizing that in some 
cases current manpower imbalances will require the remainder of the 
fiscal year to correct. - The firm objective is that year -end, on-duty 
strength not exceed the revised ceiling. 


3. I recognize that the ceiHng of somg Offices will increase in 

_FY 1968. which makes red uction to the FY 1967 ceiling by gear’s end . 

im pra ctical. The Director’s requirement, however, is that vear-end. 
on-duty strengt h f o r the Directorate notjaxceed the ceiling, Therefore,* 

some adjustments between Offices can be made as circumstances require. 
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Deputy Director 
for Support 
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